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The Serial to USB Serial Adapter provides an external Plug & Play RS-232 serial 
connection with your computer, letting you free up your existing serial port. 


Users have the capability to use the adapter with serial port interface in an easy-to- 
use environment. The adapter is designed for connections to Cellular Phones, PDAs, 
Digital Cameras, Modems, or ISDN Terminal Adapters through USB port with over 
600 kbps data transfer rate. 


e Supports automatic handshake mode over 600kbps data transfer rate 

e Supports remote wake-up and power management 96 byte buffer each for 
upstream and downsiream data flow 

e Easy Installation 

e Works with Cellular Phones, PDAs, Digital Cameras, Modems, and ISDN 
terminal adapters, etc. 

e Frees your RS-232 port for other uses 

e NoIRQs required, no IRQ conflicts 

e Full compliance with the USB specification revision 1.1 


ege e 
Specification 
Cable Length : total 45 cm 
Connectors: USB type A plug; RS-232 DB-9 Male 
Data Transfer Rate: 600 kbps 
OS supported: Windows 98SE/2000/ME/XP; Mac OS 9.0 or above 
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Driver Installation on Windows 
98/ME/2000/XP 


Important: before installing the driver on Windows XP, please visit the Microsoft website 
and install the latest Service Pack (SP1 or higher). 


1. 


2. 


aor w 


DO NOT Plug in the USB type A connector on the cable to the USB connector on 
your computer until the driver installation process has finished. 

Insert the Deluo Drivers and Tools CD. A webpage with installation menu should 
open. If it doesn’t, double click on My Computer on the Desktop and then double 
click on your CD drive. On this CD, you will see a file called “index.html”, please 
double click this file to start the installation procedure. 

Click on Next > Serial to USB > Drivers 

When the installation process has finished, close the Installation Program. 

Plug the Serial to USB Converter into your computer's USB port. 

Your computer should say “Found New Hardware”, the drivers will automatically 
be installed 

Note: during the installation process on Windows XP a popup window like this 
may appear. It will tell you that the software you are installing has not passed 
Windows Logo testing to verify its compatibility with Windows XP, just click 
Continue Anyway. 


Hardware Installation 


The software you are installing for this hardware: 


Deluo USB-to-Serial Comm Port 


has not passed Windows Logo testing to verify its compatibility 
with Windows XP. (Tell me why this testing is i 


Continuing your installation of this software may impair 
or destabilize the correct operation of your system 
either immediately or in the future. Microsoft strongly 
recommends that you stop this installation now and 
contact the hardware vendor for software that has 
passed Windows Logo testing. 


| ) STOP Installation 
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How to verify the assigned COM Port 


Windows 98SE/Me/2000 


1. Click on Start > Control Panel 
2. Double click on System icon. 
3. Select Hardware tab. 


System Properties 


=e The Hardware wizard helps you install, uninstall: repar, 
unplug. eject. and configure your hardware: 


4. Click on Device Manager... button. 


Device Manager 


| The Device Manager lists all the hardware devices installed 
| on your computer. Use the Device Manager to change the 


properties of any device. 7 
[Device Manager... | 
Hardware Profiles- ; 
[ pe) Hardware profiles provide a way for you to set up and store 


Driver Signing... 


5. Under COM and LPT ports branch you will find a “Deluo USB-to-Serial 
Comm Port” entry with the assigned COM port between brackets (see figure 
below). 


(4) Keyboards 

#2) Mice and other pointing devices 
Modems 

Monitors 

Ba Network adapters 


9 (COM & LPT) 


ea 
ey 
a 


a wy Deluo USB-to-Serial Comm Port (COM4 


E- SCSI and RAID controllers 
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Windows XP 


1. Open your PC "Device Manager". To do this, right-click on “My Computer” icon 
on your desktop. 


My Compute, 


Open 
Explore 


Search... 
Map Network Drive... 
Disconnect Network Drive... 


Saeccet, 


2. Anew window will open showing many items including the communication ports 
list (See #2 below). 


(J <p Bluetooth Bridge 
el & System Tools y Computer 
#) (fg) Event Viewer +) Se Disk drives 
® Display adapters 
2 DVDICD-ROM drives 
© Floppy disk controllers 
& Floppy disk drives 
(+) Sy IDE ATA/ATAPI controllers 
g Removable Storage (+) > Keyboards 


Disk Defragmenter + 10) Mice and other pointing devices 


Disk Management 


+ Modems 
fe Services and Applications + Monitors 2 
ty 


= Y Ports (COM &LPT) 
oe 


= rt - DUN (COM14) 
ff Bluetooth COM Port - FAX (COM16) 
av Bluetooth COM Port - LAN (COM15) 
9 Bluetooth COM Port - SERIAL (COM13) 
2 Communications Port (COM1) 


3. Under COM and LPT ports branch you will find a “Deluo USB-to-Serial Comm 
Port” entry (See #3 above). 
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For sales or pre-sales questions: sales@deluo.com 


For technical support: support@deluo.com 

For billing related questions: billing@deluo.com 

If you want to become a reseller: resellers@deluo.com 
En Espafiol: contacto@deluo.com 


Website: hitp://ww.deluogps.com 


Deluo, LLC 

10084 NW 53rd Street 
Sunrise, FL 33351 

Fax: +1 (954) 332 0445 
info@deluo.com 
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